

Its not what I say

Its what I never said

Those wordless thoughts

That roams in our heads

And those words I never told

I tell it all in my head

Someway

Somehow

I hope someone tells you instead

I’m unknown as of now

With an empty side by my bed

This was always my way

This was always my home

But your coming today

Like thoughts forming a ray

Somehow I know

I just know in someway

That you’re thinking of me too

In such a fragile time frame

I must show

Somehow

That you can be Ok

For the time of knowing you

Was of my biggest misstep to take

So I went so far away

For it was for your own escape

Forgive that I do

To never call you today

I always think of you

Till now and always

I’ll lay beside you dead

When I pull the trigger instead
